UNITED STATES DEPARTMENT OF AGRICULTURE 

CASE NUMBER: 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

CT11007-AC 


VIOLATOR: 

fl riHQlit*. 0/f y 

Ted Krogh 

OFFICIAL WARNING 

VIOLATION OF FEDERAL REGULATIONS 

Doing Business As Circle K Farm 

V & 

ADDRESS ( Street , City, State, ZIP Code): 


92 Young Street 


East Hampton, CT 06424 


The U.S. Department of Agriculture has evidence that on or about the date(s) listed below, 
you or your organization committed the following violation(s) of Federal Regulations: 


Date of Violation: June 8, 2010 
9 C.F.R. § 3.125(a) Facilities, general. 

Circle K Farm failed to maintain animal facilities that were structurally sound 
and in good repair to protect animals from injury and contain them by failing to 
repair three holes in the wooden enclosure housing sheep, and jagged edges of 
detached chainlink fencing protruding into the enclosure housing camels. 

Date of Violation: June 8, 2010 

9 C.F.R. § 3.130 Water. 

Circle K Farm failed to provide clean and sanitized water receptacles for animals 
at the facility, including water receptacles for goats, llamas, and a zedonk that 
had accumulations of dirt, grim, hay and/or algae. 

Date of Violation: June 8, 2010 

9 C.F.R. § 3.131 Sanitation. 

Circle K Farm failed to remove excessive accumulations of excreta (manure) 
from enclosures housing a zedonk and llamas. 

Date of Violation: May 10, 2011 

9 C.F.R. § 3.125(a) Facilities, general. 

Circle K Farm failed to maintain animal facilities that were structurally sound 
and in good repair to protect animals from injury and contain them by failing to 
repair broken plastic window coverings in the enclosures housing goats and a 
zedonk, jagged metal edges of detached flashing in the enclosure housing a 
zedonk, and holes in the flashing and wooden wall of the enclosure housing 
goats. 

Date of Violation: May 10 , 2011 
9 C.F.R. § 3.130 Watering. 

Circle K Farm failed to provide clean and sanitized water receptacles for animals 
at the facility, including water receptacles for goats, a ram, and a zedonk that had 
accumulations of dirt, grim, hay and/or algae. 


Date of Violation: May 10, 2011 
9 C.F.R. § 3.131 Sanitation. 

Circle K Farm failed to remove excessive accumulations of excreta (manure) 
from an enclosure housing a ram. 

Date of Violation: May 10, 2011 

9 C.F.R. § 3.138 Primary conveyances (motor vehicle, rail, air, and marine). 

Circle K Farm failed to repair holes in the wood panel siding of the transport 
trailer to protect the health of animals, and ensure their safety and comfort 
during transport. 

Date of Violation: September 27, 2011 
9 C.F.R. § 3.125(a) Facilities, general. 

Circle K Farm failed to maintain animal facilities that were structurally sound 
and in good repair to protect animals from injury and contain them by failing to 
repair detached metal flashing that protruded into the enclosure housing a 
zedonk. 

Date of Violation: September 27, 2011 
9 C.F.R. § 3.131 Sanitation. 

Circle K Farm failed to remove excessive accumulations of excreta (manure) 
from enclosures housing a ram and llamas. 

Date of Violation: September 27, 2011 

9 C.F.R. § 3.138 Primary conveyances (motor vehicle, rail, air, marine). 

Circle K Farm failed to repair holes in the wooded side panel and wheel wells of 
the transport trailer to protect the health of animals, and ensure their safety and 
comfort during transport. 




The Animal and Plant Health Inspection Service (APHIS) created federal regulations to 
ensure the welfare of animals and help prevent the spread of animal and plant pests and 
diseases. Since violations of the regulations can have serious and costly impacts that are 
detrimental to the public interest, APHIS is providing you with an Official Warning for 
the violation(s) described above. Any further violation of these federal regulations may 
result in the assessment of a civil penalty, criminal prosecution, or other sanctions. If 
you have any questions concerning this Official Warning or violation(s), please contact 
the APHIS official listed in this notice. 
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